To: AO OPA Daily Wrap[AO_OPA_Daily_Wrap@epa.gov] 

From: Georges, Thomas 

Sent: Mon 3/7/2016 9:56:50 PM 

Subject: Daily Wrap 3/7/16 


Nonresponsive 


Gold King Mine 


Daily Caller - closed 3/7 - sent statement on NN water quality and sampling efforts. 
Daily Caller (rec’d 3/7) - OPEN - requesting RFS 101. 


Wail Street Journal - closed 3/7 - sent statement on NN water quality and sampling efforts. 


Nonresponsive 


4004606 


ED 000858 00000125-00001 



Nonresponsive 


4004606 


ED 000858 00000125-00002 




Nonresponsive 


4004606 


ED 000858 00000125-00003 




